95

9203160097 Forwards Security Plan.Safeguards Contingency Plan & Security Force
Training & Qualification Plan for ISFSI. Encis withheld (10CFR73.21).
PARKER.T.M. Northern States Power Co. 92/03/10. Document Control Branch (Doc-
ument Control Desk). 1p. 60969:256-60969:257.

DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLAMT

F. Security, medical, emergency & fire protection plans

9203250049 Revised "Maine Yankee Atomic Power Station Facility Emergency Plan,"
revising Sections 1.0 through 7.0.
* Maine Yankee Atomic Power Co. 91/05/30. 200pp. 61098:212-61099:057.

9203170372 Partial response to FOIA request for documents.Forwards App B
documents.App B documents also placed in PDR.Review of addl records subj to re-
quest still ongoing.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205), 91/09/05. WINDREM.R. NBC, Inc. 9pp. 61213:001-61214:063.

-9203170448 Forwards State Dept cable which NRC received from American Consul in
Brazil which addresses receipient questions on C Carvaiho security clearance for site
visit.

LAFLEUR.J.D. Office of International Programs (Pre 870413). 84/10/05. WHITTIER.D.
Maine Yankee Atomic Power Co. 2pp. 61213:123-61213:124.

9203200212 Advises that testing phase of emergency response data sys implementa-
tion plan provides basis for acceptable implementation at facility.Testing phase of im-
plementation involves licensees testing w/Halliburton NUS Environ Corp.
TROTTIER.E.H.   Project  Directorate  I-3.  92/03/16.   FRIZZLE.C.D.   Maine  Yankee
Atomic Power Co. 2pp. 60991:007-60991:008.

9203260090 Forwards insp rept 50-309/92-01 on 920108-0218 & notice of violation.
LINVILLE.J.C.  Region  1   (Post 820201).  92/03/17.  FRIZZLE.C.D.  Maine Yankee
Atomic Power Co. 3pp. 61083:134-61083:149.

--9203260099 Insp rept 50-309/92-01 on 920108-0218.Violations noted. Major areas
inspected.-radiation protection.maint/ surveillance.security.engineering/technical sup-
port & safety assessment/quality verification.
LAZARUS.WJ. Region 1 (Post 820201). 92/03/17. 12pp. 61083:138-61083:149.

9203270234 Forwards Rev 10 to security plan consisting of table of contents & revised
pages from Sections 3 & 17,modifying site description & providing extra equipment.ofc
& storage trailers.Rev withheld (ref 10CFR73.21).

NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/03/19. Document Control Branch
(Document Control Desk). 1p. 61190:333-61190:333.

9203270236 Forwards Rev 9 to security plan consisting of table of contents & revised
pages from Sections 4,6 & 11 covering plan changes to incorporate new security
equipment & to reflect site changes.Rev withheld (ref 10CFR73.21).
NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/03/19. Document Control Branch
(Document Control Desk). 1p. 61190:334-61190:334.

H. General correspondence

9203270019 Comment supporting proposed rules 10CFR50 & 52 re training & qualifica-
tion of nuclear power plant personnel.Believes that rule.w/minor mods listed appears
to be acceptable means to satisfy Nuclear Waste Policy Act.

NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/03/16. CHILK.SJ. Office of the
Secretary of the Commission. 4pp. 61092:051-61092:054.

J. insurance & indemnity Information

9203230263 Lists nuclear property insurance in force to protect plant site by policy
number.insurer & amount

LYDON.P.S. Maine Yankee Atomic Power Co. 92/03/18. Document Control Branch
(Document Control Desk). 1p. 61069:340-61069:340.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203060133 Forwards "Semiannual Radioactive Effluent Release Rept Jul- Dec 1991"
& "ODCM."

NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/02/28. Document Control Branch
(Document Control Desk). 1p. 60861:241-60861:357.

-9203060153 "ODCM."

NICHOLS.S.E.,  BLACKMORE.R.W.  Maine  Yankee  Atomic  Power Co.  92/02/18.
102pp. 60861:257-60861:357.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203180173 Forwards amend 130 to license DPR-36 & safety evaluation. Amend modi-
fies section 3.4.C.1 of Tech Spec 3.4 by changing pressure limit of RHR sys from 660
psig to 600 psig.

TROTTSER.E.H.  Project  Directorate  I-3.  92/03/12.   FRIZZLE.C.D.  Maine  Yankee
Atomic Power Co. 3pp. 60962:030-60962:041.

-9203180170 Amend 130 to license DPR-36.modifying section 3.4.C.1 of Tech Spec 3.4
to change pressure limit of RHR sys from 660 psig to 600 psig.
TROTTIER.E.H. Project Directorate I-3. 92/03/12. 5pp. 60962:033-60962:038.

-9203180182 Safety evaluation supporting amend 130 to license DPR-36.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/12. 4pp.
60962:039-60962:041.

9203230205 Informs that state of ME has reviewed util Proposed Change 167 raising
RHR sys pressure limit from 600 psig to 660 psig &. has no objections.
DOSTIE.P.J. Maine, State of. 92/03/18. Document Control Branch (Document Control
Desk). 1p. 61077:134-61077:134.

9203260293 Advises of util pian to change position of LPSI motor operated isolation
valves (LSI-M-11,21 & 31) from closed to open.Summary of evaluation of valves posi-
tion change encl.

NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/03/23. Document Control Branch
(Document Control Desk). 6pp. 61165:032-61165:037.

9203310306 Forwards CE NPSD-692-P. "Cracked CEA Failure Analysis & Evaluation of
Highly Irradiated CEA Matls" final rept for info.per 901212 Itr.Rept'withheld (ref
10CFR2.790).

NICHOLS.S.E. Maine Yankee Atomic Power Co. 92/03/23. Document Control Branch
(Document Control Desk). 9pp. 61216:261-61216:269.

Q. inspection reports, IE Bulletins & correspondence

9203040016 Ack receipt of 920108 Itr which provided results of gaseous effluents re-
leased from plant over 14-yr period.lnfo will be reviewed during future on-site insp.
JOYNER.J.H. Region 1 (Post 820201). 92/01/31. FRIZZLE.C.D. Maine Yankee
Atomic Power Co. 5pp. 60767:045-60767:051.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Row From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018. "Potential for Loss of Remote Shutdown Capabil-
ity Durina Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203100214 Confirms dates of 910413-17 for engineering & technical support insp at
plant.

DURRJ.P. Region 1 (Post 820201). 92/03/04. FRIZZLE.C.D. Maine Yankee Atomic
Power Co. 2pp. 60845:073-60845:074.

9203120268 Ack receipt of 911022 & 23 Itrs informing NRC of steps to correct viola-
tions noted in Insp Rept 50-309/91-81.

DURR.J.P. Region 1 (Post 820201). 92/03/04. FRIZZLE.C.D. Maine Yankee Atomic
Power Co. 2pp. 60930:068-60930:083.

9203260090 Forwards insp rept 50-309/92-01 on 920108-0218 & notice of violation.
LINVILLE.J.C.  Region  1   (Post 820201).  92/03/17.  FRIZZLE.C.D.  Maine Yankee
Atomic Power Co. 3pp. 61083:134-61083:149.

-9203260094 Notice of violation from insp on 920108-0218.Violation notedplant per-
sonnel replaced feeder breaker from bus 14 to motor control ctr 14A w/breaker of
different capacity w/o performing SE.

*  Region 1 (Post 820201). 92/03/17. 1p. 61083:137-61083:137.

-9203260099 Insp rept 50-309/92-01 on 920108-0218.Violations noted. Major areas
inspectediradiation protection.maint/ surveillance.security.engineering/technical sup-
port & safety assessment/quality verification.
LAZARUS.WJ. Region 1 (Post 820201). 92/03/17. 12pp. 61083:138-61083:149.ted Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.
